Passat Wiring Diagram No. 41/1 


Automatic transmission, 5 speed automatic with tiptronic 
= 1,8L- Engine - Motronic Multiport Fuel Injection (МЕІ)/110 kW, code ATW 
From Mai 2000 


= 1,8L- Engine - Motronic Multiport Fuel Injection (MFI)/110 kW, code AUG 


Deviate relay location and fuseplacements as well as the locations of multiple connectors see section "component 
locations". 


Relay location on the thirteenfold ‘auxiliary relay panel, above relay panel: 


6 - Selector Lever tight Relay (205) 

12 - Starting.Interlock Relay (alarm system) (186) 
13 - Starting Interlock Relay (204) 

Relay panel: 


B8-20676; 


ВВ-20515| 
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(a) Note: 


+ Number in parentheses indicates production control number stamped on relay housing. 


Fuse colors 


ЗО A - green 
25 A - white 
20 A - yellow 
15A - blue 
10A - red 
7,5 А - brown 
5 A- beige 
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Starting interlock relay, Starting interlock relay (alarm system) 


T15 


Starter 
Ignition/Starter Switch 

Starting Interlock Relay, on the thirteenfold auxiliary relay panel, 
above relay panel, production control number (204) 

Central control module for comfort system 

Starting Interlock Relay (alarm system), on the thirteenfold auxiliary 
relay panel, above relay panel, production control number (186) 
9-Pin Connector, on Starting Interlock Relay 

10-Pin Connector, brown, on protective housing for control module, 
in engine compartment, left 

10-Ріп Connector, blue, connector station A-pillar, left 

10-Ріп Connector, blue, on protective housing for control module, in 
engine compartment, left 

15-Pin Connector, on Central control module for comfort system 


(з) Ground connection, behind instrument panel, left 


Ground connection -1-, in instrument panel wiring harness 


(з) Ground connection -2-, in instrument panel wiring harness 


Connection (50а), in instrument panel wiring harness 
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Transmissión control module (TCM), multi-function 
transmission range (TR) switch 


F125 Multi-Function T insmission Range (TR) Switch 
J217 Transmission Control Module (TCM), in front footwell, right 
M16 Left Back-Up Light 
M17 Right Back-Up Lig! 
S15 Fuse 15 in fuse holder 
T3m З-Ріп Connector, brown, connector station A-pillar, right 
T8 8-Ріп Connector, black 
Т10а 10-Pin Connector, brown, connector station A-pillar, left 
pis 15-Pin Connector, connector station A-pillar, right 
Connector, 88 point, on Transmission Control Module (TCM) 


© Screw Connection -1- H on relay panel 


(ж) Connector (reverse lamp), in instrument panel wiring harness 


(os) 


Cruise онбес (in automatic transmission wiring 
hamess) . 
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speed 


G38 

J217 
J220 
J285 
T15m 
T15s 


T16a 
T32b 
T88 
T121 
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Transmission control module (TCM), transmission vehicle 


sensor (VSS) 


Transmission Vehicle Speed Sensor (VSS) 

Transmission Control Module (ТСМ), in front footwell, right 
Motronic Engine Control Module (ECM) 

Control module with indicator unit in instrument panel insert 
15-Pin Connector, brown, connector station A-pillar, right 
15-Pin Connector, red, on protective housing for control module, 
in engine compartment,left 

16-Pin Connector, on transmission 

32-Pin Connector, green, on instrument cluster 

Connector, 88 point, on Transmission Control Module (TCM) 
Connector, 121 point, on Motronic Engine Control Module (ECM) 


Connector (High-Bus), in instrument panel wiring harness 


agen AG. VO 


'asegagg 


Connector (Low-Bus), in instrument panel wiring harness 


agen Ag, 
does, 
nog 
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Transmission control module (TCM), solenoid valves, 
transmission fluid temperature sensor, vehicle speed 


sensor (VSS) 
F Brake Light Switch 

G68 Vehicle Speed Sensor (VSS) 

G93 Transmission Fluid Temperature Sensor 

J217 Transmission Control Module (TCM), in front footwell, right 
J285 Control module with indicator unit in instrument panel insert 
N88 Solenoid Valve 1 

N89 Solenoid Valve 2 

N90 Solenoid Valve 3 

N91 Solenoid Valve 4 

N92 Solenoid Valve 5 

N93 Solenoid Valve 6 

N94 Solenoid Valve 7 
Т15т 15-Pin Connector, brown, connector station A-pillar, right 

T16 16-Ріп Connector, Data Link Connector (DLC), below instrument 

panel, left 

Ti6a 16-Pin Connector, on transmission 

T32a 32-Ріп Connector, blue, on instrument cluster 

T88 Connector, 88 point, on Transmission Control Module (TCM) 

Connector (K-diagnosis wire), in instrument panel wiring harness 


white 
black 
red 
brown 
green 
blue 
grey 
lilac 
yellow 
orange 
pink 


Connector (54), in instrument panel wiring harness 
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Transmission control module (ТСМ), kick down switch 
F8 Kick Down Switch 
J217 Transmission Control Module (ТСМ), in front footwell, right 
T10h 10-Pin Connector, blue, on protective housing for control 
module, in engine compartment, left 
Ti5m 15-Ріп Connector, brown, connector station A-pillar, right 
T88 Connector, 88 point, on Transmission Control Module (TCM) 


© Ground connection, in engine compartment, left 
©) Ground connection, behind instrument panel, right 


(14) Ground connection, in automatic transmission wiring harness 
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Transmission control module (ТСМ), shift lock solenoid, 
tiptronic switch 


F189 Tiptronic Switch 


J217 Transmission Control Module (TCM), in front footwell, right 
K142 Warning light for selector lever position P/N 

L101 Illumination for selector lever scale 

N110 Shift Lock Solenoid 

S231 Fuse 31 in fuse holder 


T3m 3-Pin Connector, brown, connector station A-pillar, right 
T10q 10-Pin Connector 


Ti5m 15-Ріп Connector, brown, connector station A-pillar, right 
T88 Connector, 88 point, on Transmission Control Module (TCM) 


25 (к) plus connection (15), in instrument panel wiring harness 
sw _ AG. Volkswagen A 
бае, " 
Qu. Connector (15a, fuse 231), in instrument panel wiring harness 
а ра! 9 
ж 


wire connection -1-, in automatic transmission wiring harness. 


) D  Ignition/Starter Switch 
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Selector lever light 


C Generator (GEN) 
E1 Light switch 
E20 Instrument Pane! Light Dimmer Switch 
J307 Selector Lever Light Relay, on the thirteenfold auxiliary relay panel, 
above relay panel, production control number (205) 
J443 Selector Lever Light Diode 
S3 Fuse 3 in fuse holder 
T3b З-Ріп Connector, grey 
T10b 10-Pin Connector, black, on protective housing for control module, in 
engine compartment left 
Ti5m 15-Ріп Connector, brown, connector station A-pillar, right 


(к) plus connection (58), in instrument panel wiring harness 


wire connection (61), in instrument panel wiring harness 
wire connection (58d) 
wire connection (58a), in instrument panel wiring harness 


in instrument panel wiring harness 


ws = white 
sw = black 
го = red 
br = brown 
осла 
bl = blue 
gr = grey 
li 7 lilac 
85 86 87 88 89 90 91 92 93 оа 95 96 7 эв ge." yellow 
засва] 97 = orange 
rs = pink 
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